MORHHARDT on his first trip across the Herndon goal on one of the great runs of the game. It camı 
in the third quarter. : j 


e game, in the opening quarter. 
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‘was ‘the first great star in- the Wakefield his- 


je nore: across for a fourth quarter touchdown, T i 


